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Bolts, Nuts and Fasteners Accessories Sectional Committee, PGD 31 


FOREWORD 


This Indian Standard (Part 2) (First Revision) was adopted by the Bureau of Indian Standards, after the draft 
finalized by the Bolts, Nuts and Fasteners Accessories Sectional Committee had been approved by the Production 
and General Engineering Division Council. 


This standard was originally published in 1980. Now the standard is divided into two parts. The Part 2 of the 
standard has been made by taking assistance from the earlier version. First Part of the standard is as follows: 


IS 9549 (Part 1) : 2013/ ISO 7378 : 1983 ‘Fasteners — Bolts, screws and studs — Split pin holes and wire holes’ 


With the publication of Part 1 and Part 2 of this standard, IS 9549 : 1980 ‘Dimension for split pin holes, wire 
holes and head slots for bolts’ shall be withdrawn. 


For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with IS 2 : 1960 
‘Rules for rounding off numerical values (revised)’. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 


IS 9549 (Part 2) : 2014 


Indian Standard 


FASTENERS — BOLTS, SCREWS AND STUDS — HEAD 
SLOTS FOR BOLTS 


( First Revision ) 


1 SCOPE 


This standard covers dimensions of head slots for 
hexagon and square head bolts. 


2 DIMENSIONS AND TOLERANCES 


2.1 The dimensions for location and diameter of head 
slots for hexagon and square head bolts shall be given 


NOTE — The symbol for head slots may be included in the in Table 1. 


designation of the fasteners in the respective product standards 
when required. 


Table 1 Dimensions for Head Slots (Symbol HS) 
( Clause 2.1 ) 


All dimensions in millimetres. 


M3 


M3.5 


Nominal 
Size 


Dimensions 


Nom 0.8 0.8 1 152 1.6 2 25 3 3 4 
n Min 0.86 0.86 1.06 1.26 1.66 2.06 2.56 3.06 3.06 4.07 
Max 1 1 1.2 1,31 1.91 2.31 2.81 3.31 3.31 4.37 
t Min 0.4 k Nom 
w Min 0.45 k Nom 


NOTE — For values of k, see relevant product standards. 
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